ST.  JOHN'S  EPISCOPAL  CHURCH,  Monroe  and 
Call  Streets,  Tallahassee,  Florida.  Organized  in 
1827.  The  cornerstone  of  the  present  building, 
built  to  replace  the  original  church  which  was 
destroyed  by  fire  in  1838,  was  laid  January  19, 
1880.    Drawing  by  Prentiss  Huddleston. 
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